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Among the items made available by Dallas was a roll of 8 mm 
Kodachromc movie film which shows some exposures of the Texas Schoolbook 
Depository Building, including the window from which the assassin fired 
the gun killing President John F. Kennedy on 11/22/63. These exposures 
were made just prior to the assassination as the President and his convoy 
approached and turned into the street immediately in front of this 
building. , ■ 

The corner window on .the sixth floor of the Texas Schoolbook 
Depository Building showninthis 8mm film has. been examined in the 
Laboratory to determine whether an individual or individuals were 
recorded in this window. No Images that could be interpreted as an 
individual or individuals were found in any of these .exposures . The 
exposures do show an outline of what may be interpreted as the boxes 
which were later at and just behind the window. 

On 12/2/63, SA Frederick E. Webb took the above roll of film , 
to the Navy Photographic Interpretation Center at Suitland, Maryland, X 
for the purpose of having the critical exposures in the film examined for 
the same purpose that the FBI Laboratory liacl examined the6e exposures* 

The findings of the experts at the Naval Photographic Interpretation 
Center were the same as the FBI Laboratory's findings. 

ACTION: A Laboratory report in this matter is being furnished 

the Dallas Office. 
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